P.I.

6.  Receiver/
transmitter/
modulator

(A6) .

7.  Electronic
Control

Amplifier
(A5).

8.  Power
Supply
Inverter
Group

(PS1).

9. Vertical
Reference
Gyro (A2).

10. Elec-
trical

Synchro-
nizer
(A3) .

Module 5-1

Lesson Topic 5-1-2

Another factor a technician must know is the
proper interconnection of the cables between
the major units/assemblies.  Illustrations
and tables are provided that describe
the routing and proper connection of the
inter-connecting cables.

Refer to the Interconnection and Test Cable
Chart and the Interconnection Diagram in the
MIM for the radar trainer.

Cable W7 is connected between ______________

and                                ; cable #

is

connected between jacks A8J1, and PS1J1.

A3J1
A4J1
W19

7. Refer to the MIM for radar trainer.  Complete
the information for each of the cables
listed below.

Cable
W3
W8
W12

Part Number

From

To

25er.
